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Abstract : 

Seven x-ray mirror modules are being fabricated at the Marshall Space Flight Center (MSFC) for 
the Astronomical Roentgen Telescope (ART) instrument to be launched on board of the 
Spektrum Roentgen Gamma (SRG) Mission. As they are completed, the modules are tested and 
calibrated at the MSFC’s 104-m Stray Flight Facility. The results of these calibration 
measurements and comparisons with theoretical models will be presented. 



